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SUB J : US COMPLAINT TO FRG ON LACK OF PRIOR CONSULTA- 
TION ON GERMAN-IRANIAN NUCLEAR AGREEMENT 

AS LEAD ITEM IN A GENERAL DISCUSSION ON NUCLEAR ACTIVI- 
TIES OF INTERNATIONAL INTEREST, MFA SCIENTIFIC DIRECTOR 
DE NAZELLE ADVISED EMBSCICOUN THAT THE FRENCH EMBASSY 
IN WASHINGTON HAD BEEN INFORMED BY THE DEPARTMENT THAT 
THE DEPARTMENT HAD COMPLAINED TO THE FRG EMBASSY IN 
WASHINGTON THAT ITS GOVERNMENT (THE FRG) HAD NOT PRO- 
VIDED SUFFICIENT CONSULTATION (WITH THE US) BEFORE 
CONCLUDING ITS AGREEMENT WITH IRAN INVOLVING NUCLEAR 
SALES. AT HIS INITIATIVE, THE FRG SCICOUN WILL VISIT 
THE FRENCH MFA ON TUESDAY, JULY 20, FOR THE INTENDED 
PURPOSE OF BRIEFING THE FRENCH GOVERNMENT ON THE 
GENERAL NATURE AND TERMS OF THE FRG AGREEMENT WITH 
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THE NATURE OF THE US COMPLAINT TO THE FRG AND ANY FACTS 
OR RATIONALE THE US MAY CHOOSE TO SHARE WITH THE 
FRENCH AT THIS MOMENT ON THIS MATTER. 
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